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I checked the product Lidocaine/Bupivicaine/Hyaluronidase 136-0. 375%- 5 units/ml with 
lot # 02212012@91 on 02-22-2012 that was made by our technician Cory Fletcher. Cory 
called me over for a check and I proceeded to check the product as I have in 
previous fills. Cory presented each ingredient and I matched the lot number, 
manufacturer, expiration date, and corresponding weights of the ingredients in 
ascending order by weight. Cory explained that ne had only weighed out 30 grams of 
lidocaine originally so he added 3 more grams, hence the 3 gram weight attached to 
the log. I then verified that all calculations on the log were correct, the product 
was QS ed correctly to 3.3 liters, the pH was 5.2, and that the label was correct. I 
then signed off on the log and then Cory filled it before presenting it to me for a 
final check. After verifying the product was filletl and labeled correctly I sent it 
out for packing and shipping. j ^ 
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